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Mint of the United States at Philadelphia, 

Col. Oliver C. Bosbyshell 
Superintendent U.S. Mint, 
at Philadelphia Pa. 

Report of guards on patrol at Treasury Vaults in Post Office building at Phila. from Thursday 
January 23 rd to Friday January 24 th 1890. 



arr. 

ret. 

Remarks 


A.M. 

P.M. 

Mr. Cobb with Mr. Gibson and twenty four assistants 
arrived at 8.35 a.m. Mr. Cobb opened the lower vault 
and thirty one thousand S.S. dollars were taken out and 
the vault closed for the day. The upper vault was 
opened and one million four hundred and sixty nine 
thousand S.S. dollars were removed making a total of 
one million five hundred thousand dollars for the days 
transfer to the Mint. The upper vault being empty was 
not closed or locked. All retired at 12 p.m. 

Thomas H. Rinker 

8.25 

5.35 


John Hunter 

7.40 

5.35 


George W. Schimpf 

7.30 

5.45 



A.M. 

P.M. 


Alex F. X. Gallagher 

5.45 

7.45 


Edward F. Jackson 

5.40 

7.45 


Isaac Williams 

5.35 

7.45 



The above report is respectfully submitted. 

Thos. H. Rinker 
Officer in Charge 




